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SERIES OF THREE CHIRPS RECEIVED AT 0825 Z FROM Si 94 A SAME 
AS REFERENCE EXCEPT NO " A” SWITCH ACTIVATION. REASON FOR 
TRANSMISSIONS UNKNOWN* HOWEVER, IT APPEARS THAT 9 A ACTIVATION IS 
MALFUNCTION AS IN RPM BELOW 75 PERCENT AS PER YOUR ADVISORY. 
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